From: kdino@dmhhs.org 

Sent: Tuesday, February 07, 2012 5:13 PM 

To: bcadden@neccrx.com 

CC: kboneau@medicalsalesmgmt.com 

Subject: Re: Methotrexate 

Barry, 

We have a patient with CNS non-Hodgkin lymphoma that is getting high dose methotrexate (7gms every 28 days). The 
recommended dose for CNS evolvement is 3.5 - 8gm/m2 
If you have any other questions, please let me know. 


Thank You, 

Kandie Lynn Dino 
Director of Pharmacy 
Decatur Memorial Hospital 
Decatur, Illinois 
(217) 876-6201 


>>> Ken Boneau <kboneau@medicalsalesmgmt.com> 2/7/2012 4:00 PM >>> 

Hi Kandie, 

Thank you for taking my call. When you get a minute, please email Barry Cadden at; 

Again, Barry just needs to know what you are doing with the (pf) 40ml fill in 50ml vial. Apparently, this is an unusual request. 

Thanks again, 

-Ken 

Ken Boneau, MBA 

Regional Sales Manager - Hospital Division 

Medical Sales Management 

Representing: NECC 

Direct Line: (508)656-2667 

Cell Phone: (774)286-6059 

Fax: (888)820-0583 (Orders Only) 

www.SMeccrx.com 


NECC - A vital resource for sterile and non-sterile compounded medications 


Proud to be 
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CONFIDENTIAL: This email message and any attachments are for the sole use of the intended recipient(s) and may contain HIGHLY 
CONFIDENTIAL PERSONAL HEALTH INFORMATION. It is to be used only to aid in providing specific healthcare services to this 
patient. Any unauthorized review,use, disclosure, or distribution is a violation of Federal Law (HIPAA) and will be reported as such. If 
you are not the intended recipient or a person responsible for delivering this message to an intended recipient, please contact the 
sender by reply email and destroy all copies of the original message immediately. 
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